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BILL NO. S-79-02- 


SPECIAL ORDINANCE NO. S- *ZZz2Z 

AN ORDINANCE approving City Utilities 
Purchase Order No. 0822 with Korte 
Brothers, Inc. for Pump for W8ter 
Pollution Control Maintenance. 


BE IT ORDAINED BY THE COMMON COUNCIL OF THE CITY OF FORT WAYNE, 


INDIANA: 


SECTION 1. That City Utilities Purchase Order No. 0822, dated 
January 23, 1979, between the City of Fort Wayne, by and through the City 
Utilities Purchasing Agent and the Board of Public Works and Korte Brothers, 
Inc., for: 



1 - Model 6TCCD-1 Barnes 6" trash pump with Deutz 
Diesel Engine, Trailer mounted for Water Pollution 
Control Maintenance Department, 

at a cost of $7,409.00, all as more particularly set forth in said Purchase 
Order, which is on file in the Office of the Department of Purchasing and 
is by reference incorporated herein and made a part hereof, be and the same 
is in all things ratified, confirmed and approved. 

SECTION 2. That this Ordinance shall be effective upon passage 
and approval by the Mayor. 


approved as to form 

AND LEOAJJTYj. 









, seconded by 


Rend the first time in full and on motion by 

_ ^ and duly adopted , rend tlic second time by title nnd referred to the 

Committee on PzXj __(and 11 lU City Pb^t-X lomiTi jssion for 

reco mmend a tion') n n d -Public Hearing to "be held ~after due legal notice. + __at the Council Chambers, 

Citv-C ountv B u ildin g, F^n W™y n x yTndinnn , on - , the Aa.y 

of _ IQ , at o'clock M..E.S.T. 


DATE; 


: ^ XX Zl 


CITY CTlERK 




Read the third time in full and on motion by 

seconded by X—^6 ^£--i3z , and duly adopted, placed on its passage. 


PASSED (LflS^THby the following i 


TOTAL VOTES 


AYES 

f 


NAYS 

D 


ABSTAINED 


ABSENT TO-WIT: 


X 


HINGA 




X 


HUNTER 

MOSES 
NUCKOLS 
SCHMIDT, D. 

SCHMIDT, V. 

STIER 

TALARICO 


* 


X 


x 


X 


x 


A. 


date: c3~&i 7~ 79 


CITY CLERK 

Passed and adopted by the Common Council of the City of Fort Wayne, Indiana, as 
(Z ONING MAP) (GENERAL) -(ANNEXATION). (SPECIAL) (ATTMtOPRLATION.) ORDINANCE 


(RESOfctmON) Nfl ; 


= 37-79 


_on the 
ATTEST: (SEAL) 




_day of 


,X 




CITY CLERK PRESIDING OFFICER 

Presented by me to the Mayor of the City of Fort Wayne, Indiana, on the 
day of_ t l9_7/at the hour of ■ X) Q ^clock vS M . .E.S.T. 


Approved and signed by me this 
it the hour of o'clock 


CITY CLERK 
X _day of 










































































































S-79-02-15 


Bill No. 

REPORT OF THE COMMITTEE ON CITY UTILITIES 

We, your Committee on _ City Utilities to w hom was referred an Ordinance 

approving City Utilities Purchase Order No. 0822 with Korte 


Brothers, Inc. for Pump for Water Pollution Control Maintenance 


have had said Ordinance under consideration and beg leave to report back to the Common 
Council that said Ordinance PASS. 

PAUL M. BURNS - CHAIRMAN 


SAMUEL J. 

, TALARICO - VICE CHAIRMAN 


VIVIAN G. 

, SCHMIDT 


DONALD J. 

, SCHMIDT 


JAMES S. 

STIER 





n 

^2"> 7 CONCUTRtO IN 

DATE _CHA1LE5 Vv.. 




JJfc- 































Memorandum 


C 


y o H.P. Wehrenberg, Board of Public Works ^^January 24, 1979 


From 


Ruth Winget, 


Purchasing 


Subject 


One (I) 6" Trash Pump 


COPIES TO: 

Ed. Stanczak, Jr. 
John Moran 


Herewith is Purchase Order Number 0822 which is prepared favoring 
Korte Brothers, Inc. for One (I) 6" Trans Pump for Water Pollution 
Control Maintenance. 


The attached January 22, 1979 memorandum endorsed by the Water 
Pollution Control Maintenance Superintendent explains the reason for 
favoring Korte Brothers, Inc. at their price of $7,409.00. 

Attached are the following documents in support of recommendation 
for acceptance of Korte Brothers, Inc. 

1. Copy of all vendor’s quotes. 

2. * Purchase Order Number 0822. 

3. Copy of John Moran’s memorandum of January 22, 1979. 

It is urged that in referring this quote to the City Council for 
enactment of an ordinance, that all of the attached items, together 
with this memorandum (or copies), be included with the proposed ordinance. 

Please make sure that no confirming Purhcase Order Number is given 
to Korte Brothers, Inc. until evidence of Council approval is furnished 
to the Purchasing Department. 




R.A. Winget 


7T 


Approved:__ 

James R. Snyder 





,/ 

'/2 











CITI UTILITIES 

Water Pollution Control Maintenance Dept, 
Fort Wayne, Indiana 


Gentlemen: 

We are pleased to quote on 
Manufactured by -- 

at Milwaukee, Wisconsin 


6 " 


(1) (units) Model U916W SELF-PRIMING CENTRIFUGAL PUMP 


CK&S MANUFACTURING CO. 


This price is figured F.O.B. FOHT WAYNE,— 
K INDIANA 


. as follows: 


Unit includes as standard; 

Ford 256 Diesel Engine, 73 H.P. 
(2) 7.75 x 15 Tires 
6” suction and discharge 
Pintle (lunette eye). 


I 7,716.00 


OPTIONAL - ON PUMP: 

For (2) 9 ft. safety chains, add... $ 23.00 

For Low-oil-pressure & high-temperature 

safety shut down device, add... $112.00 


Length of 25 ft. x 6" RUBBER SUCTION HOSE with steel ends.., 
Length of 25 ft. x 6" PLASTIC SUCTION HOSE with steel ends, 
(delivery: approx, two weeks) 

Alternate: 

Length of 20 ft. x 6" RUBBER SUCTION HOSE with steel ends., 
(delivery: In stock) 


■ Ik' ' .-is, 

’ 

$ 539.52 

$ 377.21 


$ hlh .16 


APR. SHIPPING DATE_3 t o k-weaks^ 

EQUIP. GROSS WEIGHT 2,775 lbs. 
APR. FREIGHT RATE_ ~~ ... 


STOCKBERGER MACHINERY INC. 




QUO 


Tony DiFilipw6, Sales Represe^^iive 

ATI O N 















MacDonald 
Machinery Co., Inc. 


(Construct ton 


3911 LIMESTONE DRIVE AKEA cooe J1# 

FORT WAYNE, INDIANA 4 6809 PHONE 147-1561 


Quotation to: 


City Utilities - Water Pollution Control 


Address 


445 East Wallace Street 


City & State 

Zip 

Fort Wayne, Indiana 

Phone 

Date 

219/423-7135 January 17, 

1979 


F.O.B. Point 

Fort Wayne, Indiana 


Qty 

Description 

S. P. 

1 

Tait heavy duty 6" Trash Pump 



Model No. TT90MF256D 



Engine - Ford 256, Diesel, 95 H.P. 



Total Head - 145 ft. 



Gallons per hour - 90,000 



Solids Handling - Up tc^3^) 



Automotive Wheels . . 7.75 X 15 



Battery, Battery Box, Electric Start 



Strainer, Lifting Bail 



Swivel type third wheel 

$8,200.00 





Delivery - 8 Weeks 









(If applicable 
Sales Tax or No. 34508 ) 



Total 

$8,200.00 

Terns: This quotation valid for 30 Days 

NET 30 DAYS 

Trade-In Description: 

NONE 



ACCEPTED 


_ MACDONALD MACHINERY CO., INC. 

Company 

-- 5 ^ 

Tom Tritch 

Title : ____ Title Sales 



Date : 


Date: January 17, 1979 
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CITY UTILITIES 

DEPARTMENT OF PURCHASES 
ROOM 950 CITY-COUNTY BUILDING 
NUMBER ONE EAST MAIN SJREET 
FORT WAYNE , INDIANA 46802 

Korte Brothers Inc. 

335 Murray Street 

Fort Wayne, Indiana 46803 

J 


ORIGINAL 
PURCHASE ORDER NO. 


aga, packing slip, i 
express receipt anc 

n t T F January 23, 1979 



SHiP TO ■ 


Water Pollution Control Maint. Dept. 
445 East Wallace Street 
Fort Wayne, Indiana 46803 


MAIL ALL INVOICES TO - 

. CITY UTILITIES 
GENERAL ACCOUNTING 
4th FLOOR CITY-COUNTY BUILDING 
NUMBER ONE EAST MAIN STREET 
FORT WAYNE , INDIANA 46802 
INVOICE IN DUPLICATE, INCLUDING 
CERTIFICATION AS REQUIRED BY 
INDIANA STATE BOARD OF ACCOUNTS 


Model 6TCCD-1 Barnes 6" trash pump w/Deutz 
Diesel Engine, TraiIer mounted 


$7,409. 


Per your quote of 1/22/ 9 
F.O.B. Fort Wayne 
Net 30 



p.l - o, C) ■ { 




77 


o 




■? 






SUBJECT TO COUNCILMAN 1C APPROVAL 


ATTEnlUOM! 

Bond alt i . 7 


RW/pl #35 


Fort Wayne, 
Show P. O. Numb 
and Invoice. 


Conn? 

aln St 
ndiana 4s 
r on Pa« 


Accountirg 

idg. 

S802 

:king Slip. 


ON ) ~ r OTHERWISE A 2°/ CASH DISCOUNT WILL BE TAKEN 





















City Utilities 

/ PURCHASE REQUISITION 

Dat e / f s—J. £_ c2 / f y/ 

Please order the following Material for Delivery as Specified: 

/f? Zj . P . 0. No. CY ■> 


To be delivered to. 
On or before. 


Heq. No_ 




QUANTITY 

DESCRIPTION 

°i£: 

DEPARTMENT 
ESTIMATED COST 






/ 


-J3V 




/$-& ^ —• 





v 4 -CL y ^ <y 

/ 


<?& 


JL 

















Y, 



JcYhi-, 














REMARKS; 











I haraby certify that tha work or supplies above spac'diad/ 
ara nacassary for stock or usa ia this dapartment. yw 


Zob^t- 


-Ml 




Charga Light- 



































January 22, 1979 


Date. 

r ^. Ed Stanczak - c/o Ruth Winget Purchasing Dept. 

Subject: Pumps/ 


Water Pollution Control Maintenance Department would prefer to purchase a 
Peabody-Barnes Trash pump. 

Our Department has in use at present: 2" Peabody Barnes & 3" Peabody Barnes 
pumps. They have been used considerable and have been giving good service. 
Also service and parts are available at Korte Bros, locally. 

received 

PURCHASING DEPT 

Ml 2 3 19?& 

7i8i9i10,U,12,1,2,3,4i5,6 


Xlohn C. IX 


- ^ . 

Moran, Shpt 
W.P.C. Maint. Dept. 







KORTE BROS., INC. 


3 3 5 MURRAY AT LAFAYETTE STREET 
FORT WAYNE. INDIANA 46803 


€ 


instruction 
.. Equipment 


GRADERS • HYD. CRANES 
CRUSHERS • COMPACTION 
EQPT. • POWER SHOVELS 
ROLLERS • SCREENING 
PLANTS • LOADERS 
STREET SWEEPERS 
fflUFTS 


January 22, 197 ^ 


City Utilities 

445 E. Wallace Street 

Fort Wayne, Indiana 

Attention: 

Gentlemen: 


We are pleased to offer for your consideration the following Barmes 
pump. 


Model 6TCCD-1 Barnes 6" Trash pump with Deutz Diesel Engine, Trailer 
Mounted. 


List price F. 0. B. Factory 


$10,120.00 


Your special price F. 0. B. Fort Wayne 

6" x 20' Suction Hose 

6"x50' Discharge Hose - Plastic 

6"x50' Dishharge Hose - Fire Hose 

Delivery - In stock 


$ 7,409.00 

$ 169.60 
$ 154.00 
$ 254.00 


We thank you for the opportunity of quoting on this equipment and 
if we can be of further assistance please call us. 


Very truly yours. 



BM/ml 







43 

TITLE OF ORDINANCE SPECIAL ORDINANCE - CITY UTILITIES PURCHASE ORDER NO. OR77 - KORTF. BROS 

DEPARTMENT REQUESTING ORDINANCE _ BOARD OF PUBLIC WORKS 

SYNOPSIS OF ORDINANCE CITY UTILITIES PURCHASE ORDER NO. 0822 FOR ONE MODEL 6TCCD-1. RARNF.S 
6" TRASH PUMP w/DEUTZ DIESEL ENGINE. TRAILER MOUNTED IN AMOUNT OF $-7409-00 

TO PUMP OUT DEBRIS IN SEWERS. 


(MEMORANDUM AND PURCHASE ORDER ATTACHED) 






EFFECT OF PASSAGE WILL HAVE USE OF LARGE PUMP TO PUMP OUT DEBRTK, F.TC. FROM ,SEW.ER_S_ 
ESPECIALLY NECESSARY DURING FLOOD CONDITIONS 


EFFECT OF NON-PASSAGE WPC MAINTENANCE HAS ALWAYS NEEDED SUCH PUMPS AND IT WAS NECESSARY TO 
USE PUMPS SUPPLIED BY THE ARMY DURING THE LAST FLOOD OF '78 


MONEY INVOLVED (DIRECT COSTS, EXPENDITURES, SAVINGS) $7409.00 FROM WPC UTILITY 


ASSIGNED TO COMMITTEE 
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BILL NO. S-79-02- 


SPECIAL OROINANCE NO. S- < £ 7 - 7 ? 

AN ORDINANCE approving City Utilities 
Purchase Order No. 0822 with Korte 
Brothers, Inc. for Pump for Water 
Pollution Control Maintenance. 


BE IT ORDAINED BY THE COMMON COUNCIL OF THE CITY OF FORT WAYNE, 


INDIANA: 


SECTION 1. That City Utilities Purchase Order No. 0822, dated 
January 23, 1979, between the City of Fort Wayne, by and through the City 
Utilities Purchasing Agent and the Board of Public Works and Korte Brothers, 
Inc., for: 


1 - Model 6TCCD-1 Barnes 6" trash pump with Deutz 
Diesel Engine, Trailer mounted for Water Pollution 
Control Maintenance Department, 

at a cost of $7,409.00, all as more particularly set forth in said Purchase 
Order, which is on file in the Office of the Department of Purchasing and 
is by reference incorporated herein and made a part hereof, be and the same 
is in all things ratified, confirmed and approved. 

SECTION 2. That this Ordinance shall be effective upon passage 
and approval by the Mayor. 



APPROVED AS TO FORM 

ANDUWinY* 











Committee on 


Rond the first time in full and on motion by , seconded by 

_ qJ ^ nnd duly Adopted, rend the second time by title nnd referred to the 

PzZj _(;tiul tlie CUy Pl-s«--CaLain|ssion for 

vf>^r>r Tini r. n d'- ) |ion> nnd P i i v U " IT - ■ c i 1 1 u l oi ' ^F bi‘ld ~frftrr due legal nolice^_at the Council Chambers, 

City-C ounty Rnil din fr F o rt Wnv ft e - .—Indiann r on - - , the ,;.^ay 

of - , 13— r at 

DATE: X X 7 ? 

Read the third time in full and on motion by 

seconded by_ _, and duly adopted, placed on its passage. 

PASSED (L®^P*r by the following vote: 



TOTAL VOTES 


AYES 

r 


NAYS 

D 


ABSTAINED 


ABSENT TO-WIT: 


HINGA 


X 


HUNTER 

MOSES 
NUCKOLS 
SCHMIDT, D. 

SCHMIDT. V. 

STIER 
TALAR ICO 

DATE: 


* 


X 


X 


X 


JL 




c?-^7-7f 


3ITY CLERK 

Passed and adopted by the Common Council of the City of Fort Wayne, Indiana, as 
(Z ONING MAP) (GENERAL) - (ANNEXATION). (SPECIAL) (ATUNtOPRUAXION) ORDINANCE 


(RESOLUTION) N&- 


37-79 


_on the 
ATTEST: (SEAL) 


O? 7~X 


_day of 


.iZZ 




CITY CLERK PRESIDING OFFICER 

Presented by me to the Mayor of the City of Fort Wayne, Indiana, on the 
day of xXto'iy , 19^/at the hour of gj ►cloc XS M .^E.S.T. 


Approved and signed by me this 
it the hour of o’clock 


CITY CLERK 
X _day of 




7f 

, 1 9 r- 








































































































S-79-02-15 


Bill No. 

REPORT OF THE COMMITTEE ON CITY UTILITIES 

We 3 your Committee on _ City Utilities to w hom was referred an Ordinance 

approving City Utilities Purchase Order No. 0822 with Korte 


Brothers, Inc. for Pump for Water Pollution Control Maintenance 


have had said Ordinance under consideration and beg leave to report back to the Common 
Council that said Ordinance PASS. 


PAUL M. BURNS - CHAIRMAN 


SAMUEL J. 

, TALARICO - VICE CHAIRMAN 


VIVIAN G. 

, SCHMIDT 


DONALD J. 

, SCHMIDT 


JAMES S. 

STIER 



CONCUR' 
DATE _CHA1LE5 W. , 





---—afag.- 




JJfc- 


































Memorandum 


c 


y o H.P. Wehrenberg, Board of Public Works 


From 


Ruth Winget, Purchasing 


D ale January 24, 1979 


Subject 


One (I) 6" 


Trash Pump 


COPIES 70; 

Ed. Stanczak, Jr. 
John Moran 


Herewith is Purchase Order Number 0822 which is prepared favoring 
Korte Brothers, Inc. for One (I) 6" Trans Pump for Water Pollution 
Control Maintenance* 


The attached January 22, 1979 memorandum endorsed by the Water 
Pollution Control Maintenance Superintendent explains the reason for 
favoring Korte Brothers, Inc. at their price of $7,409.00. 

Attached are the following documents in support of recommendation 
for acceptance of Korte Brothers, Inc. 

1. Copy of a II vendor’s quotes. 

2. * Purchase Order Number 0822. 

3. Copy of John Moran’s memorandum of January 22, 1979. 

It is urged that in referring this quote to the City Council for 
enactment of an ordinance, that all of the attached items, together 
with this memorandum (or copies), be included with the proposed ordinance. 

Please make sure that no confirming Purhcase Order Number is given 
to Korte Brothers, Inc. until evidence of Council approval is furnished 
to the Purchasing Department. 


yrr 7 ^ 

R.A. Winget 

Approved: ___ 

James R. Snyder 













CITY UTILITIES 

Water Pollution Control Maintenance Dept. 

Fort Wayne, Indiana 

Gentlemen: 

6 " 

We are pleased to quote on ONE ( l) (units) Model U916W SELF-PRIMING CENTRIFUGAL PUMP 
Manufactured by _ CH&S MANUFACTURING CO. ____ 


Milwaukee. Wisconsin 


. This price is figured F.O.B. . 


. as follows: 


Unit includes as standard; 

Ford 256 Diesel Engine, 73 H.P. 
(2) 7.75 x 15 Tires 
6'* suction and discharge 
Pintle (lunette eye). 


.$ 7,716.00 


OPTIONAL - ON PUMP: 

For (2) 9 ft. safety chains, add... 

For Low-oil-pressure & high-temperature 
safety shut down device, add... 

A , : - ... 


$ 23.00 
$ 112.00 




Length of 25 ft. x 6" RUBBER SUCTION HOSE with steel ends.. 
Length of 25 ft. x 6" PLASTIC SUCTION HOSE with steel ends, 
(delivery: approx, two weeks) 

Alternate: 

Length of 20 ft. x 6" RUBBER SUCTION HOSE with steel ends., 
(delivery: In stock) 


$ 539.52 

$ 377.21 


Ulh.l6 


APR. SHIPPING DATE 3 to 1; weeks. 
EQUIP. GROSS WEIGHT 2.775 lbs. 
APR. FREIGHT RATE_”_ 


STOCKBERGER MACHINERY INC. 


B) 


ft 


/ 12 ^ 


A Ml - 


ony DiFilipp#, Sales Represe^f^iive 


A T 


O N 


Q U O T 















Quotation to: 



MacDonald 
Machinery Co., Inc. 


nl Suppfiei 


City Utilities - Water Pollution Control 


Address 

445 East Wallace Street 

City & State ~ Zip 

Fort Wayne, Indiana 

Phone ~~ Date 

219/423-7135 January 17, 1979 


F.O.B. Point 

Fort Wayne, Indiana 


Qty 

Description 

S. P. J 

1 

Tait heavy duty 6" Trash Pump 



Model No. TT90MF256D 



Engine - Ford 256, Diesel, 95 H.P. 



Total Head - 145 ft. 



Gallons per hour - 90,000 



Solids Handling. 1 - Up tcj^ 3 "J 



Automotive Wheels . - 7.75 X 15 



Battery, Battery Box, Electric Start 



Strainer, Lifting Bail 



Swivel type third wheel 

$8,200.00 





Delivery — 8 Weeks 









(If applicable 

Sales Tax or No. 34508 ) 



Total 

$8,200.00 

Terns 

This quotation valid for 

30 Days 

NET 30 DAYS 


Trade 

-In Description: 


NONE 



ACCEPTED 


Company 

Bii 

Title: 


MACDONALD MACHINERY CO., INC. 



Tom Tritch 
Title Sales 


Date : 


Date: January 17, 1979 
































































©ow ®f ifxedgbt mmw 

CITY UTILITIES 

DEPARTMENT OF PURCHASES 
ROOM 950 CITY-COUNTY BUILDING 
NUMBER ONE EAST MAIN SJREET 
FORT WAYNE , INDIANA 46802 

Korte Brothers Inc. 

335 Murray Street 

Fort Wayne, Indiana 46803 


L 


J 


PURCHASE < 


ORIGINAL 0822 

iRDER NO. 


January 23, 1979 


SHIP TO — 

Water Pollution Control Maint. Dept 
445 East Wailace Street 
Fort Wayne, Indiana 46803 



MAIL ALL INVOICES TO - 

< CITY UTILITIES 
GENERAL ACCOUNTING 
4th FLOOR CITY-COUNTY BUILDING 
NUMBER ONE EAST MAIN STREET 
FORT WAYNE, INDIANA 46802 
- INVOICE IN DUPLICATE, INCLUDING 
CERTIFICATION AS REQUIRED BY 
INDIANA STATE BOARD OF ACCOUNTS 




BY. 






















City Utilities 

/ PURCHASE REQUISITION 

Dat e / / -L~J. <2- g 2 / f 7 f 

Pleaseorder the foUovnng Material for Delivery as Specified: 

To be delivered tn J - 6 
On or before __ /f? 




UReq. No— 

_P. O. No- C§. > : 


QUANTITY 

DESCRIPTION 

■ssr- 

DEPARTMENT 
ESTIMATED COST 






/ 

'1?t, , w//7 Cr-r.r.A-/ A " Aa^A s 











/ 

** */£>#. 



vXy 
















1 




Jty °2fJ^££/ JtAhi..; 














REMARKS: 





;7i 





1 ?0u^ 


D*p». Hswd 




Charg* light- 



































January 22, 1979 


Date. 

To . Ed Stanczak - c/o Ruth Winget Purchasing Dept. 

Subject: p um ps/ 


Water Pollution Control Maintenance Department would prefer to purchase a 


Peabody-Barnes Trash pump. 

Our Department has in use at present: 2” Peabody Barnes & 3" Peabody Barnes 
pumps. They have been used considerable and have been giving good service. 
Also service and parts are available at Korte Bros, locally. 

RECEIVED 

PURCHASING DEPT. 

AM JAN23 1978- 

7i8,9110,11,32,1,2,3,4,516 


O/c E. 

/yJohn C. Moran, Soapt. 
^"W.P.C. Maint. Dept. 






KORTE BROS., INC. 


335 MURRAY AT LAFAYETTE STREET 
FORT WAYNE, INDIANA 46803 


€ 


nsiracisoji 
mmmmmmmm Equipment 


GRADERS • HYD. CRANES 
CRUSHERS • COMPACTION 
EQPT. • POWER SHOVELS 
ROLLERS • SCREENING 
PLANTS • LOADERS 
STREET SWEEPERS 
HILLFTS 


January 22, 197 ^ 


City Utilities 

445 E. Wallace Street 

Fort Wayne, Indiana 

Attention: 

Gentlemen: 


We are pleased to offer for your consideration the following Barmes 
pump. 


Model 6TCCD-1 Barnes 6" Trash pump with Deutz Diesel Engine, Trailer 
Mounted. 


List price F. 0. B. Factory 


$10,120.00 


Your special price F. 0. B. Fort Wayne 


$ 7,409.00 


6" x 20' Suction Hose 

6"x50' Discharge Hose - Plastic 

6 M x50' Dishharge Hose - Fire Hose 


$ 169.60 
$ 154.00 
$ 254.00 


Delivery - In stock 

We thank you for the opportunity of quoting on this equipment and 
if we can be of further assistance please call us. 


Very truly yours, 
KORTE BROS., INC. 


Beaufpfd Mullins V. P. 


BM/ml 
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TITLE OF ORDINANCE SPECIAL ORDINANCE - CITY UTILITIES PURCHASE ORDER NO. OR77 - KORTF. BROS 

DEPARTMENT REQUESTING ORDINANCE _ BOARD OF PUBLIC WORKS 

SYNOPSIS OF ORDINANCE CITY UTILITIES PURCHASE ORDER NO. 0822 FOR ONE MODEL 6TCCD-1. RARNF.S 
6" TRASH PUMP w/DEUTZ DIESEL ENGINE. TRAILER MOUNTED IN AMOUNT OF $-7409-00 

TO PUMP OUT DEBRIS IN SEWERS. 


(MEMORANDUM AND PURCHASE ORDER ATTACHED) 






EFFECT OF PASSAGE WILL HAVE USE OF LARGE PUMP TO PUMP OUT DEBRTK, F.TC. FROM ,SEW.ER_S_ 
ESPECIALLY NECESSARY DURING FLOOD CONDITIONS 


EFFECT OF NON-PASSAGE WPC MAINTENANCE HAS ALWAYS NEEDED SUCH PUMPS AND IT WAS NECESSARY TO 
USE PUMPS SUPPLIED BY THE ARMY DURING THE LAST FLOOD OF '78 


MONEY INVOLVED (DIRECT COSTS, EXPENDITURES, SAVINGS) $7409.00 FROM WPC UTILITY 


ASSIGNED TO COMMITTEE 
















































